From: contactgov [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=7CE8741105614AFE8A8CC762547A4B2C-CONTACTGOV] 
Sent: 10/27/2017 9:59:20 AM 

To: andrea.crook(S)gmail.com 

Subject: RE: [External] Form submission from: Contact Governor Cooper 


Good Morning, Ms. Crook: 

We appreciate you taking the time to contact the Governor's Office to provide feedback on the Atlantic Coast Pipeline. 
Your comments have been documented for record. Please let us know if we can be of any assistance to you in the 
future. 

Kindest regards, 

The Office of Governor Roy Cooper 
Office of Public Engagement 

From: NC Gov. Cooper [mailto:ncgovernor.webforms@gmail.com] 

Sent: Thursday, October 26, 2017 7:03 PM 
To: contactgov <contactgov@nc.gov> 

Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: This email originated from outside of the organization. Do not click links or open attachments unless you verify that the 
attachment and content are safe. Send all suspicious email as an attachment to report.spam@nc.gov . 


Submitted on Thursday, October 26, 2017 - 7:03 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Andrea 
Last Name Crook 
City Sanford 
State NC 

Email andrea.crook@gmail.com 
Phone Number 9104785092 
Message 

Thank you so much for expressing your concern against the Atlantic Coast pipeline. North Carolina does not 
need this running through the state. 


The results of this submission may be viewed at: 
https ://governor. nc. gov/node/11/ submi ssi on/2417 8 








